AAD-5 3 


yucca Motel 

16 Modern Units ‘ Air Conditioned 
Tile Baths * Hollywood Beds 
Thermostat Controlled Furnace Heat 

AAA Recommended 

East Hiway 66 Tucumcari, New Mexico 
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PHOTO BY BERT ANDERSON, ALBUQUERQUE. N. M. 








Facing the Historic Tucumcari Mountain 

yucca Motel on eMufttway 66 £adt 

Tucumcari, New Mexico 








